RG 104, 8KRA-104-84-051 

Box 1 


Miscellaneous Correspondence Relating 
Primarily to Building Construction 
Alterations & Inspections, 1935-1937. 
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IlEmM^€i-HALL->lARVW SaFE €0WAA"Y 

MANUFACTURERS OF 

SaFIES ami> 

SUCCESSORS TO 

HERRING & CO.. NEW YORK MARVIN SAFE CO.. NEW YORK 

FAR REL St CO., PHI LADE LPH IA HALL’S SAFE & LOCK CO.. Cl NCIN NATI 

GRASm BOl^IiE^RD 


J. M.SWANSON 

VICE PRESIDENT AND GENERAL MANAGER 


HA»inLT0X,01II0 


Oct. 5, 1936 


Treasury Department, 
Procurement Division, 
Public Buildings Branch, 
United States Mint, 
Denver,Colo. 

Attention: Mr.J.D.Owens. 
Dear iiir.Owens: 


Herewith,we are returning your 
voucher dated September 28 covering the further payment 
under our contract for vault work at the United States 
Mint at Denver,Colo., in the sum of $315.00,and which we 
trust you v/ill find in order. 

Thanking you for your cooperation in 

this matter. 


JSN:i£LL 


Yours very truly, 
HBRRIHG-HALL-MARVIN SAFE CO. 



JIHM 





□ VER A CENTURY OF SERVICE 






IIlSRRING-IL\LL'^LiRVIN SAFE CO^IRiNY 

MANUFACTURERS OF 

Safes 

SUCCESSORS TO 

HERRING Sc CO.. NEW YORK MARVIN SAFE CO.. NEW YORK 

PARRELS CO..PHILADELPHIA HALLS SAFE S LOCK CO.. CINCINNATI 

GKAX1> 


J. S. NICOLSON 

COMPTROLLER 


nA»iii:ro?r,omo 


Sept. 26,1936 


Treasury Department, 
Procurement Division, 

PuDlic Buildings Brancli, 
United States Hint, 

Denver,Colo. 

Attention: i^r.James D.Owens 


Dear Mr.Owens: 

we are In reoelnt of the for 42578.00 

Which leaves unpaid the 10? retainer of .,^1020.00 and a 
balance of ^400.00 over and above said retain . 

rT»Rnted vour approval and acceptance of the 

„or. upon ^y^^fu^tnereoL^lr 

ago, we woula be qq ^ your^advice as to when 

"nSi%rSrreL!rr-s2a“%^ available to us. 


^ours very truly, 
HERRIDG-HALL-lilARVIN SAFE CO. 


JSN:ELL 



OVER 



A CENTURY DF 


SERVICE 






llEKKlN€*-lLUJi->LiRTlN SaI^E CoMPA^HT 


MANUFACTURERS OF 

llAXK\AiTi;rs 

SUCCESSORS TO 

HERRING a CO.. NEW YORK MARVIN SAFE CO.. NEW YORK 

PARREL a CO.. PHILADELPHIA HALLS SAFE a LOCK CO.. CINCINNATI 


J. S. NICOLSON 

COMPTROLLER 


OKAXn nCIITLKl^RD 
HAMULTOW, OHIO 


Sept. 10,1936 


Treasury Department, 

Procurement Division, 

Public Buildings Branch, 

United States Mint, 

Denver,Colo. 

Attention: Mr.James D.Owens 
Dear Mr,Owens: 

herewith, v/e are returning your voucher in 
duplicate for $2572,00 on account of worm done under con¬ 
tract #Tl-PV/-2542 dated September 10,1935 for vault 
entrances at the Mint under appropriation 2X-872- 
Emergency Construction of Buildings Act.June 19,1934 
and which has been signed in accordance with your 
requirements. 


JSN/ELL 


Yours very truly, 
HERRING-HALL-MARVIN SAPE CO, 


By, 





Comptroller 








Jenstt OvwiB 


Demrert Colorado 
August 29 9 1936« 


Horrlng-Hall-lferrln Safo Co*i 
CIrand BlTd*» 

HamlXtony Ohio* 

Oantloine n: 


In oozmeotion with your contract for 
Vault £ntraxx:o iiorlc» U* S* Mlnt^ Denrar, Colorado 
and in accordance with the terms thereof • enoloaed 
is Voucher in the amount of ^2,572*00 oorering work 
eanpleted until the 26th of thic month learing 
a balance of H00*00 to cover deaningt painting 
and adjusting oil unfinished work* Please sign 
and return to writer at your earlieat oonvenience* 

Tour sub«oontraotor the Chcrplot Safe Co* 
he a now started cleaning end finishing the Vault ezkl 
Door work and it is believed that such finiahlng will 
be poapleted on or about the 101h of September* In 
view of this we suggest that you moke formal request 
thru this office for final inspection of your work in 
secordoncs with Paragroph 44 of the Contract end 
Specifications* Should ell work be finished mid satis* 
factory on that date the writer will request that final 
inepection ^ made at the earlieat time posdble* 

Very truly yoursg 
yoBOs D* Owens 




dons'\iruoiilih Miiginesr 




Jpwea D* Orrena 


August 6f 1936• 


Herring Hall Marvin Safe Co*, 
Grand Boulevard, 

Hamilton, Ohio* 

Gentlemen: 


In connection with your contract for Vault 
Sntrance work Denver Mint, you are reminded that your 
oontract time for perfoimirig the lork is to run cone- 
currently with the contract for conetruction of now 
extension tuid rewodcling in the olfi 'building* That 
th 9 expiration date as extended in now August ao th. 

By the progress Construction Contractor is 
now making it is believed he will complete on the above 
mentioned date* 

'fliero ramAlns the follcwing itasns on your 
coiitiact to bo ccmpletod* 

1. Iteiiovlng and reinstalling the entrance to 
Vault !to* not avaliable for resetting as 
yet* 

2* Cleening, adjusting, painting, placing and 
testily new time locks and mounting tool 
cabinet etc* 

In view of this amount of work rasainlng 
to be finished, you ere requested to tato appropriate 
steps to conclude it all ready for final inspection on 
August 20, 1936* 


Very triily yours, 
Janes D* Owens 


donsiruotion !Knginser* 



IlElUlING-lLlIiL-MAimW SulFE Cc>. 

MANUFACTURERS OF 

BAKK'\l41TI/rS 

SUCCESSORS TO 

HERRING Sc CO., NEW YOR K MARVI N SAFE CO., NEW YORK 

PARREL Sc CO., PHILADELPHIA HALL’S SAFE 8c LOCK CO.,CINCINNATI 

GKAXIl If 01T1JSTAB1» 

omo 

July 27, 19i56 


Treasury JJepartment, Procurement Division, 

Public Buildings Branch, Field Force, 

United States Mint, 

Denver, Colorado 

Q. 0 I j^tt*ni Mr* James D* Owens, 

Construction Engineer 

We thank you for your favor of July 25th enclosing voucher 
blanks in the sum of $4,175.53 for our signature and cover¬ 
ing work completed as advised* 

Conforming to your requirements, we are herewith returning 
the said voucher blanks duly signed, and which we will thank 
you to kindly transmit to the Disbursing Officer at washingtDn, 
D. C. after you will have signed them as Construction Engineer. 

Thanking you again. 


Very truly yours, 

HERRING-H4LL-MARVIN SAFE GO, 



JSN:JNL 






llEUKiXG-llAiiL-^lAiivix Safe Co 


MANUFACTURERS OF 

SHAPES A:Bru ]lA?9K'%!AlTl/rS 


SUCCESSORS TO 


HERRING a CO..NEW YORK 
PARREL a CO., PHILADELPHIA 


^ MARVIN SAFE CO., NEW YORK 
HALL’S SAFE a LOCK CO.,CINCINNATI 


GKANll BOITliirVZatD 


llA>lllZrOW^ OHIO 

July 25, 1936 


Mr. James D. Owens, 

Construotion Engineer, 

TT. S. Miu^, 

Denver, Colo, 

Dear Sir: 

We are pleased to enclose four guarantees covering 
the Sargent Sc Greenleaf timelooks which we applied 
to vault doors installed in the U, s. Mint, Denver, 
Colo, under contract dated September 10, 1935, 

^6405 Timelock - Case ^^140 
#6405 ♦♦ - « #141 

#6405 " - H ii42 

#5405 »♦ - « #143 

Kindly acknowledge receipt of these guarantees. 

Yours very truly, 

HBRRING-HA.LL-MA.RTIN SAFE CO. 



OEM:JNL 
Enel, 4 







Denver, Colorado 


, .j • r u ( 6^05 R.H. lock Case No, 140 

In consideration of your purchase of a.-. 

Sargent &. Greenleaf Timelock, 

and upon condition that the lock receives fair treatment, is at your expense examined, and 
cleaned, once each year, by an expert to be designated or approved by us fthe charge for v^hose 
services, however, shall not exceed $16.00 for each such examination and cleaning,) and is used 
according to the printed directions annexed hereto and constituting a part of this agreement, we 
guarantee for and during one year from this date, the following, to wit; 

First, The proper working of the said lock, and 

Second, That in the event of its locking you out by reason of any fault or defect in the lock, 
we will pay all expenses of opening and repairing or restoring the door, provided however, that 
we are promptly notified of any previous irregularity in the working of the lock and that the 
use of the lock be suspended in the event of any such irregularity occurring until it has been 
remedied; except that in the event of stoppage of one movement where a triple or quadruple 
lock is concerned, the use of the lock may be continued with the remaining movements, provided 
we are promptly notified of such stoppage; and provided further, that should you ever be locked 
out by said lock, we shall be at once notified thereof by telegraph, and we shall be allowed not 
less than sixty hours from the receipt of such communication in which to commence 
(by a person or firm to be designated by us) the opening of the door on which said lock is in use; 
but it is agreed that the work of opening said door shall be begun with all possible dispatch after 
our receipt of the notification aforesaid. 

It is further understood that should any person, not expressly authorized by us, place any 
attachment upon said lock, or tamper with or remove its time movements or any other of its 
parts, ^en this guaranty shall be forthwith null and void. 

Sargent &. 

By. 


Rochester, N. ^ . 

• ju Herring-Hall-Marvin Safe Company 

Not valid unless countersigned by..-. ±. . z 

Countersigned at Hamilton, Ohio: Jlik &Sli. i, 

'E Company 

- -jL —.-Agent 


PSR 


- 


S* &L G* Quadruple Timelock 

Made by 

Sargent & Greenleaf, inc. 

Rochester, N. Y., U. S. A» 


U. S. Mint 














































li^ncloisecl ill tliiis ^ttciraiitee :yc)ii will find 
ciii OLd'a printed direction for operation of 
tlie Time Lock wliicH «lionld lie put in a con¬ 
venient iilace for reference. 

BAROKNX & ORBKNIvKAF CO. 

l^oclieister, N. V., XLT. A. 


DIRECTIONS FOR USING 


SARGENT & GREENLEAF, INC. 



#6405 QUADRUPLE TIME LOCK 



First —Wind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 

Second — Notice particularly that all movements are running ; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 

Third — Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 
by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth —As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N, Y„ U, S, A. 
























#6405 


DIRECTIONS FOR USING 


SARGENT & GREENLEAF, INC. 







QUADRUPLE TIME LOCK 



Pirst—W ind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right 

Second — Notice particularly that all movements are running ; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 

Third — Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 
by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth —As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE I.AST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N. Y„ U. S. A. 


























Enclosed in tl'iis guarantee you will find 
an extra i^rinted direction for ojoeration of 
the Time Lock which should he put in a con¬ 
venient place for reference. 

SAROENX & OREENEEAF CO. 

Rochester, N. Y., U. S. A. 


DIRECTIONS FOR USING 

SARGENT & GREENLEAF, INC. 

QUADRUPLE TIME LOCK 



First —Wind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 


Second — Notice particularly that all movements are running ; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 

Third — Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 
by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth —As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N. Y.. U. S, A, 






















DIRECTIONS FOR USING 

SARGENT & GREENLEAF, INC. 

#61405 

QUADRUPLE TIME LOCK 



PlRST—Wind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 

Second — Notice particularly that all movements are running ; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 

Third — Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 

by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Pifth _As a matter of convenience, bankers usually wind in the 

morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE I.AST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N. Y.. U. S. A. 





















S* & G* Quadruple Timelock 

Made by 

Sargent & Greenleaf,inc. 


Rochester, N. Y., U. S. A. 


..U, 




In consideration of your purchase of a.. 

Sargent & Greenleaf Timelock, 

and upon condition that the lock receives fair treatment, is at your expense examined, and 
cleaned, once each year, by an expert to be designated or approved by us fthe charge for whose 
services, however, shall not exceed $16.00 for each such examination and cleaning,) and is used 
according to the printed directions annexed hereto and constituting a part of this agreement, we 
guarantee for and during one year from this date, the following, to wit: 

First, The proper working of the said lock, and 

Second, That in the event of its locking you out by reason of any fault or defect in the lock, 
we will pay all expenses of opening and repairing or restoring the door, provided however, that 
we are promptly notified of any previous irregularity in the working of the lock and that the 
use of the lock be suspended in the event of any such irregularity occurring until it has been 
remedied; except that in the event of stoppage of one movement where a triple or quadruple 
lock is concerned, the use of the lock may be continued with the remaining movements, provided 
we are promptly notified of such stoppage; and provided further, that should you ever be locked 
out by said lock, we shall be at once notified thereof by telegraph, and we shall be allowed not 
less than siriy hours from the receipt of such communication in which to commence 
(by a person or firm to be designated by the opening of the door on which said lock is in use; 
but it is agreed that the work of opening said door shall be begun with all possible dispatch after 
our receipt of the notification aforesaid. 

It is further understood that should any person, not expressly authorized by us, place any 
attachment upon said lock, or tamper with or remove its time movements or any other of its 
parts, then this guaranty shall be forthwith null and void. 


Sargent & Gree 



Rochester, N. Y.,..JyIy... 3 .,..,.l 93 . 6 .. 


Vice President 


Not valid unless countersigned by ...Herri,ngrSa[llrltlarvin....S§^;f(^ Cq.,. 

Countersigned at .HamiltOfl, Ohial 

flERRING-mr lAFrCOMPW 

A_ 



Agent 













































Knclosecl in this gnarantee yon will find 
an extra iDrinted direction for operation of 
the Time Lock which shonld he i^nt in a con-- 
venient place for reference. 

SAROKNX ^ OREENhKAF CO. 

K.c>clne»ter, N. Y., h. S. A. 


DIRECTIONS FOR USING 



SARGENT & GREENLEAF, INC. 


#6105 


QUADRUPLE TIMrLOCK 



PirsT _Wind each movement until the indicator points to the 

number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 

Second — Notice pCLrticulcirly that ull movements are running / ^ if 
not. start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud.. 

Third_ Should a movement stop from any cause, the remaining 

movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 

by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth —As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N. Y., U. S. A. 
























directions for using 

SARGENT & GREENLEAF, INC, 



QUADRUPLE TIME LOOC 



First—W ind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking’, tuv7 iih^ the key to the 


Second Notice particularly that all movements are running; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 


Third Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 
by them. 


Fourth—H ave th'e lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other davs 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N, Y., U. S. A, 



























S. &. G. Quadruple Timelock 

Made by 

Sargent & Greenleaf,inc. 

Rochester, N. Y., U* S. A. 

..TJ... . 

Denver, ...Col or . 

In consideration of your purchase of a.. 

Sargent & Greenleaf Timelock, 

and upon condition that the lock receives fair treatment, is at your expense examined, and 
cleaned, once each year, by an expert to be designated or approved by us ('the charge for whose 
services, however, shall not exceed $16.00 for each such examination and cleaning,) and is used 
according to the printed directions annexed hereto and constituting a part of this agreement, we 
guarantee for and during one year from this date, the following, to wit: 

First, The proper working of the said lock, and 

Second, That in the event of its locking you out by reason ot any fault or defect in the lock, 
we will pay all expenses of opening and repairing or restoring the door, provided however, that 
we are promptly notified of any previous irregularity in the working of the lock and that the 
use of the lock be suspended in the event of any such irregularity occurring until it has been 
remedied; except that in the event of stoppage of one movement where a triple or quadruple 
lock is concerned, the use of the lock may be continued with the remaining movements, provided 
we are promptly notified of such stoppage; and provided further, that should you ever be locked 
out by said lock, we shall be at once notified thereof by telegraph, and we shall be allowed not 
less than sixty hours from the receipt of such communication in which to commence 
(by a person or nfm to be designated by us) the opening of the door on which said lock is in use; 
but it is agreed that the work of opening said door shall be begun with all possible dispatch after 
our receipt of the notification aforesaid. 

It is further understood that should any person, not expressly authorized by us, place any 
attachment upon said lock, or tamper with or remove its time movements or any other of its 
parts, then this guaranty shall be forthwith null and void. 

Sargent 

By 

Rochester, N. Y., Jnly...3-^...193^-. 

Not valid unless countersigned by .Herring—5^.1—U^.v.i.n....S.a.fe. ..C.O,___ 

.19 

f 

-Agent 




CorajHroHef 
















































( _ * 

Enclo^^etrl in tiiis gnareintee yon will find 
nn extra x^rinted direction for ox3eration of 
tde Time Lock whicH sdonld be i:>xxt in a con¬ 
venient for reference. 

SAROENX OREENEEAK CO. 

KocHester, N. Y., LT. S. A. 


First —Wind each movement until the indicator points to the 
number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 



DIRECTIONS FOR USING 

SARGENT & GREENLEAF, INC 

QUADRUPLE TIME LOCK 


Second— Notice particularly that all movements are running ; if 
not, start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the winding stud. 


Third — Should a movement stop from any cause, the remaining 
movements can be used with safety; but never rely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 
by them. 

Fourth —Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

Fifth —As a matter of convenience, bankers usually wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER. N. Y„ U. S. A, 


























DIRECTIONS FOR USING 

SARGENT & GREENLEAF, INC. 

QUADRU^T™! lock 



Pji^ST _Wind each movement until the indicator points to the 

number of hours that will elapse between the time of winding and the 
time of unlocking, turning the key to the right. 

Second _ Notice particularly that all movements are running ; if 

not start them up by touching carefully the balance wheel with a narrow 
piece of smooth paper, or by a very slight pressure of the key to the left 
before removing it from the lyinding stud. 

Third _ Should a movement stop from any cause, the remaining 

movements can be used with safety; but never Vely on one movement. 
Any failing movement should be put in perfect order as soon as possible 
by the manufacturers, their agent, or other competent expert, approved 

by them. 

Fourth— Have the lock cleaned and oiled, and if necessary repaired 
once each year, by an expert designated or approved by us. 

PiFth—A s a matter of convenience, bankers usually -wind in the 
morning, 46 hours on Saturday, and 22 or 23 hours on all other days. 
NEVER WIND PAST THE LAST NUMBER ON THE DIAL. 

SARGENT & GREENLEAF, INC. 

ROCHESTER, N. Y,. U. S. A. 




















S. &. G. Quadruple Timelock 

Made by 

Sargent & Greenleaf, Inc. 


Rochester, N, Y., U* S. A* 




.PmY.ar*...Coi.Qx.ad.P.. 


In consideration of your purchase of a.6.|J05.. . ..Case 


Sargent & Greenleaf Timelock, 

and upon condition that the lock receives fair treatment, is at your expense examined, and 
cleaned, once each year, by an expert to be designated or approved by us fthe charge for whose 
services, however, shall not exceed $16.00 for each such examination and cleaning,) and is used 
according to the printed directipns annexed hereto and constituting a part of this agreement, we 
guarantee for and during oi^ year from this date, the following, to wit; 

First, The proper working of the said lock, and 

Second, That in the event of its locking you out by reason ot any fault or defect in the lock, 
we will pay all expenses of opening and repairing or restoring the door, provided however, that 
we are promptly notified of any previous irregularity in the working of the lock and that the 
use of the lock be suspended in the event of any such irregularity occurring until it has been 
remedied; except that in the event of stoppage of one movement where a triple or quadruple 
lock is concerned, the use of the lock may be continued with the remaining movements, provid^ 
we are promptly notified of such stoppage; and provided further, that should you ever be locked 
out by said lock, we shall be at once notified thereof by telegraph, and we shall be allowed not 
less than sixty hours from the receipt of such communication in which to commence 
(by a person or firm to be designated by the opening of the door on which said lock is in use* 
but it is agreed that the work of opening said door shall be begun with all possible dispatch after 
our receipt of the notification aforesaid. 

It is further understood that should any person, not expressly authorized by us, place any 
attachment upon said lock, or tamper with or remove its time movements or any other of its 
parts, then this guaranty shall be forthwith null and void. 


Sargent & Green. 


Rochester, N. Y.,.July...5.». .193^ 



Not valid unless countersigned by.Safe Cocrp j^-ni y 

Countersigned at Hamilton, Ohio.’ ^5 

Herring-HAL b^JASars/tfE Company. 

.Agent 





















































llK:KRixci-lLiLL'>LiK^ix Safe C.ompaxy 

M^UFACTURERS OF 

Safkn A2V ■» 1 t^\XK 

HCRRINO a CO. NEW YORK ' MARVIN SAFE CO. NEW YORK 
FARRCL a CO. PHILADELPHIA HALL'S SAFE S LOCK CO.CINCIMHATI 

GKAXD II01'U{\'AK1> 

UA>IlLT(KV,<»ni» 

July 17,1936 


Ur.Joaes D.Owans, 
Construction Xngineer, 
U.S.Mlnt, 

Denver,Colo. 

Dear Sir, 


We ere given to understand that Installation 
of vault entrances under contract dated September 10, 

1635 has now been completed and we trust satisfactorily 
so to you,and,in accordance with your requirements,we are 
herewith auhmlttlng our final estimate,In duplicate,which, 
as we understand, you will approve. If in order, and trans¬ 
mit to the Treasury Department at Washington,D.C.>for 
payment In the usual way. 


If there may bo any detail that may remain to 
be taken care of, wo would appreolete your kindly notify¬ 
ing us to this effect. 


Thanking you for your cooperation in this 
matter and assuring you of our high regard. 

Yours very truly. 


BKRRDIS-aAU.-ltARVIN SA7S CO. 


JUS/KLL 



FORM IS* BM>S>22 


RECORD No. 


HERRING-HALL-MARVIN SAFE CO. 

MANUFACTURERS OF 

SAFES, VAULTS AND LOCKS 

HAMILTON, OHIO 

“ July 15, 1936 


CONSIGNED TO 
ADDRESS 
TERMS 


U* S# Treasury Department, 
Washington, D, C. 

Office of Director of Procurement 
public ^''orks Branch 


YOUR ORDER No. 

OUR ORDER No. B0“'79407 


CLAIMS FOR ALLOWANCE OF ANY KIND MUST BE MADE WITHIN FIVE DAYS FROM RECEIPT OF GOODS 


Project 


Denver, Colo*, tJ* S* Mint 
Vault Entrances (£ & R) 

(As per contract dated September 10, 1935) 

For Furnishing and Installing: 


Vault #1 ~ First Floor 

—1 - 6** l^oor. Vestibule, Daygate & Footbridge 


Vault #1 - Mezzanine Floor . _ 

—1 - few Door, Vestibule, Daygate & Footbridge 

New coiners Vault #2 - First Floor 

Relocate own Entrane 

Weight Clerks Vault jjte First Floor 

Relocate own Entrance 


New Refiners Vault #4 - S econd Floor 
—« 4« Door, vestibule, Daygate & Footbridge 


Paint, Finishing & Miso. Work 


(Total Contract Price $10,600*00) 

Less Previously furnished 
installed and billed 2,702*49 


Balance due as per above $ 7,897*51 


$2,304*73 

2,409*93 

335*00 

335.00 

2,259*05 

255*80 

$ 7,897*51 


FO-4310 


MAKE CHECKS AND DRAFTS PAYABLE TO THE COMPANY 



















. . READ. CAREFULLY 

All Shipments are fully and carefully inspedted both before and after packing. 
We know that they are in good condition and securely packed when delivered to 
the railroad or transportation company. . 

Our liability for the condition of shipments ceases when the bill of lading 
is issued. We are not responsible for loss, damage or delay in transit. If you give 
the railroad or transportation company a clear receipt for damaged goods, you assume 
all liability. Immediately on receipt of a shipment, goods should be unpacked, and 
if concealed damage is found, you should require that the agent for the railroad 
or transportation company at once and without delay inspedt the shipment and enter 
a full description of the damage on his receipt or on a form provided for that pur^ 
pose. If this is done, full damage can be colledted from. the.railroad or- transporta¬ 
tion company. , 

All claims must be made within ten’days after receipt of shipments. - 

V. • ' : 

Goods positively must not be returned without our consent. ~ ' 7* 

Goods returned will only be accepted for credit subjedt to our deductions for 
handling and accounting costs, or on the basis of their actual stock value to us at 
our factory. ' 

HERRING-HALL-MARVIN SAFE 6o. 




FORNl 1M 6M-6-22 


RECORD No. 

HERRING-HALL-MARVIN SAFE CO. 

MANUFACTURERS OF 

SAFES, VAULTS AND LOCKS 


HAMILTON, OHIO 

U. 3. Treasury Department, 

CONSIGNED TO Washington, D« 0* 

ADDRESS 2^ plreotor of Proourement 

Public **ork» BPanoli 

TERMS 


July 15, 1936 

YOUR ORDER No. 

OUR ORDER No. B0-7940r 


CLAIM. FOB ALLOWANC. O. ANV KINO MUST S. MADE WITHIN FIVE DAVE FROM RECEIFT OF HOODS 


Project 

Denver, Colo., D. a. Mint 
Vault Entrances (B h R) 

(As per contract dated September 10, 1935) 

Por Purnlahlng and Installing; 

— ti 7i 

1-6” JJoor, Vestibule, Daygate A Footbridge 

Vault #1 - Mezzanine Floor 

1-6” Door, Vesticule, Daygate & Footbridge 

Hew Coiners Vault SZ - First vlaaT 

Relocate own Entrase ' ' 

Weight Clerks Vault - First Flo or 

Relocate own 'rfntywniyff 

New Refine rs Vault - Second FIom. 

^ Door, Vestihuie,'Daygate & Footbridge 

Paint, Finishing & Miso. Work 


(Total Contract Price 
Less Previously furnished 
installed and billed 

Balance due as per above 


$10,600.00) 

2.702.49 

$ 7,897.61 


#2,304.73 

2,409.93 

335.00 

335.00 

2,259.05 
253.80 
# 7,897.51 


FO-4310 


MAKE CHECKS AND DRAFTS PAYABLE TO THE COMPANY 



















%a 

J>i004 t|MA 


*v 













READ CAREFULLY 


All Shipments are fully and carefully inspedied both before and after packing. 
We know that they are in good condition and securely packed when delivered to 
the railroad or transportation company. 

Our liability for the condition of shipments ceases when the bill of lading 
is issued. We are not responsible for loss, damage or delay in transit. If you give 
the railroad or transportation company a clear receipt for damaged goods, you assume 
all liability. Immediately on receipt of a shipment, goods should be unpacked, and 
if concealed damage is found, you should require that the agent for the railroad 
or transportation company at once and without delay inspect the shipment and enter 
a full description of the damage on his receipt or on a form provided for that pur- 
pose. If this is done, full damage can be collecfted from the railroad or transporta^ 
tion company. 

All claims must be made within ten days after recdpt of shipments. 

Goods positively must not be returned without our consent. 

Goods returned will only be accepted for credit subjed: to our deductions for 
handling and accounting costs, or on the basis of their actual stock value to us at 
our factory. 


HERRING^HALL-MARVIN SAFE CO. 



GEO J CHARPIOT 
PPES & OEN MOR 


telephone 
main 2030 


ll\« ("h 



ESTABLISHED ISSO 

“ " C«Miipaiiy 

INCORPORATED 
MANUFACTURERS OF AND DEALERS IN ^ 

1 iro and liiirglar Proof Ec|iiipmonf: 
lime Lock and Safe Experts 

I6A8-I650 BLAKE ST. 


July 7, 1936 


Mr. J. r. Owens, 
Supervising Engineer 
U. S. Mint Bldg, 
lenver, Colo. 


rear ^>ir: 


The exact wei^t of the door that is to 
be hoisted is the heaviest one of the lot weigh¬ 
ing 10,320 pounds. 

If your elevator is a 5 ton capacity, 
we will guarantee to rake good any damage to 
©I©vator caused by excessive loading. 

Yours very truly. 



CHAR? 


PAKY 


Gee. J. Charpiot 
IRM 




Tftult Xatranot lork| atnrtrt Hint* 


U*S«lllntt I«i3T«r9 Colorado* 




rw-8i»$B 


Jnaa D« Owena 


DaiiTeri Colorado» 
Juno 4| X93d* 


Suparrlsinc Snglnaar, 
Public wcrka Braneh| 
Proouronnt OlTlalon, 
kashlngtoriy D* C« 

Sir: 


Xn rafaranee to tha contract with tha 
Harring^Hall^karrin Safa Co« for Teult entrance 
work at the US Mint^ Denrar and complying with 
inatruotione containad in office latter PW»SK*6Bt 
dated May 16^ 1936. contained herewith ia a Toucher 
in tha a}Lount of ^24SS*47 in fsTor of tha abore 
mentioned oosptny, for work inatailed and aonplatad 
up to and Aneluding the month of May« 

tha TBUlt entrance ia to run oonourrer.t with tha 
eonatniotion contract and will not be oonpletad Until 
in August* Therefor a no final report^ as rauueatad« will 
be necaasary until all work is flniehad* 

Thera is being prepared and will be forwarded at an 
early date, a branch eatliaata of the costa inTOlVad, 
to be used as a b^ais of p rtlal payment on the ra* 
maindar of tha work to follow* 

Tows very truly, 

Jeoaa 0* Owns 


donatruetion engineer* 




llEiaaNO‘ilALL-3lAK>X^ 




MANUFACTURERS OF 




SUCCESSORS TO 


m 


HERRING aCO..NEW YORK 
PARREL & CO., PHILADELPHIA 


O' 




“ MARVIN SAFE CO., NEW YORK 
halls safe aLOCKCO..CINCINNATI 






Jime IS, 1936 


Mr. tTames D. Ov/ens, 
Construction Engineer, 
United States Mint, 
Denver, Colo. 

Dear Sir:- 


Herewith, we are pleased to submit 
Detailed Branch Estimate For Basis of Monthly Payment, 
in triplicate, as submitted by you covering vault 
entrances (E&R) under contract dated September 10,1935. 

These copies of the said Detailed Branch 
Estimate are signed as required by you. 

Thanking you for your attention to this 

matter. 


Yours very truly, 

HERRING-HALL-MaRVIM SAFE CO. 



JSN/ELL 




llK;KitiN«’lL\LL-3Lumx Safe €«. 

^ MANUFACTURERS OF 

15AiLX"KL\^i^Lrr^i 

SUCCESSORS TO 

HERRING 8t CO.. NEWYORK MARVIN SAFE CO., NEW YORK 

PARREL a CO., PHILADELPHIA HALL’S SAFE & LOCK CO.. CINCINNATI 

€FRA?r]> HOITIJE^KD 


June 1, 1956 


Mr. James D.Owens 
Construction Jiingineer, 
U.S.Mint, 

Denver,Colo. 

Dear Sir, 


This v/ill acknowledge receipt of your favor 
of the S2nd ult. v/ith reference to Vault Entrance v/ork at 
the U.S.Mint, Denver and according to your wishes we are herev;ith 
submitting a Branch Estimate drawn up as we have interpreted 
your suggestion and which we trust will serve your purpose. 

We are also returning herev/ith Public Voucher 
in duplicate for the work already completed and thank you for 
your instructions for future procedure. 

We have written to our representative, Mr.Geo. 
E.Charpiot, 1648 Blake St., Denver, Colo., v/ith reference to 
Payroll Reports and Affidavit and photographs as required and 
he will take care of same. Unfortunately it was omitted to 
enclose the Payroll and Affidavit forms with your letter and 
we have asked him to see you about them. 

Thanking you for your kind indulgence in this 

matter. 

Very truly yours, 
HERRIi'JG-HALL-x.A.RVIN SAPE CO. 


By. 

jsiVbll 







iiiAl ll UTO." 


DEHV3R, COLO., U. S. iCENT 
VAULT .l'TTRAl'lCES{E3cR) 

(Contract dated September 10th, 1935) 


DETAILED BRiiNCH ESTIx^I/iTE 

Vault no, i - sub-baseivIent 

1-6” Door,Vestibule,Daygate & Footbridge 





2,274.09 


VAULT NO . 1 - BASEL^IERT 

Relocate own Entrance 

and furnish 1 Special Footbridge 


428.40 


VAULT NO. 1 - FIRST FLOOR 

1-6” Door,Vestibule,Daygate & Footbridge 

VAULT IMP. 1 - ivIEZZAEIME FLOOR 

1-6” Door,Vestibule,Daygate 6c. Footbridge 

NE^^ COIUER^S VAULT NO. 2 - FIRST ^LOOR 
Relocate ovm Entrance 

WEIGH CLERKS VAULT NO. 5 - FIRST FLOOR 

Relocate owti Entrance 

EEW REFn>iERS VAULT NO. 4 - SECOUD FLOOR 

1-4” Door,Vestibule,Daye,ate & Footbridge 

PAINT. FIMISHIEG. & LfUSC. WORK 





2,304.73 


2,409.93 


335.00 


335.00 


2,259.05 


253.80 


%10,600.00 


. _ V 
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QM««r«eti«i Pmtim—9 itmnymam. 
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VUU imUc Ml ii«rvla stf* etapMjr «r«ii (iMditM 
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• W«l« w ii WU rt—t* 


iMlsiMii VirwUr at Pram^mtat 
HJtiiU PwwkM aaamdk 
Tr*ftfWf ^nri^rliwu. 


C«aflnM%i»tt 


00 to Pitt. i^r. #«. 
oe to 6. K. 





DCrVKK, OOLO., MUTT. 



Mar 16* 1936 


8i»e-6 


' •rrinf-Ilalx-MarTln Safe Co*. 
Orand F^ulorard^ 

BaailtoB» Ohio* 


Ooatlomaot 


Raferanoa la nada to your latter dated May 12 stat- 
la«' that the noTk under your contract for laatalllng a 
6» door and vcatlbula, footbridge and alldlag day gate 
in baacnent at the above project haa bean oomplatad and 
CBOloatng Invoice In aaount |t,? 02,40 covarlng aatea. 

The natter la being talctn up altb the Conatructlon 
liinglnecr and vhea bla final report la aubnltted atapa 
alll be taken toaard final cattlanent of the contract. 

By dlraatlon of the 3iipervlalag nglaacr. 


Vary truly youra, 


Superintendent of Trojeot Hanagataant 


CC:CB 

CC:DE 



DENVER, COLO., MINT. 



PROCUREMEHT DIVISION 
PUBLIC WORKS BRANCH 


IN RCrLYING QUOTE THE ABOVE SUB 
JECT.BUILDINQ.AND THESE LETTERS 


PW- SE-6-B 


TREASURY DEPARTMENT 

WASHINGTON 


May 18, 1936. 


Construction Engineer Owens, 
United States Mint, 

Denver, Colorado. 


Sir: 

This office is in receipt of a letter from the Herring- 
Hall-Marvin Safe Co., stating that the work under their 
contract for installing a 6" door and vestibule, foot¬ 
bridge and sliding day gate in basement has been completed 
and enclosing invoice in amount $2,702.49 covering same. 

If this is true you are directed to submit a final 
report and if not advise this office what remains to be 
done. 

By direction of the Supervising Engineer. 


Very tr\ily yours, 



Superintendent of Project Management. 


Enclosure #23005. 



DENVER, COLO., MINT. 

TREASURY DEPARTMENT 

WASHINGTON 


PROCUREMENT DIVISION 
PUBLIC WORKS BRANCH 


IN replying QUOTE THE ABOVE SUB- nivr rtt-i /» 
•JSCT.BUIUSIHG.ANO THESE LETTERS PW^- SE“ 6*"B 


April 13, 1936. 


Construction Engineer Owens, 
United States Nint, 

Denver, Colorado. 


Sir: 


In view of the statements in the enclosed report of 
inspection of the vault doors, dated April 1, 1936, the 
doors are considered satisfactory as far as completed. 

Very truly yours. 


Supervising Engineer. 


0. R. Btrryman, C. DETIVER, COL., Mint. 

Re: Inspection of Vault Doors. 


Lezlngton, Kentucky. 
April 1, 1936. 


Supervising Engineer, 
Public Vforke Branch, 
Procurement Division, 
Federal Warehouse, 
Washington, D. C. 

Sir; 


As directed in telegram dated Inarch £8, an inspection 
was made on the morning of laarch 31, of the finished six 
inch door for the sub-<basement vault of the Denver, Colorado, 
Mint, and the following report is respectfully submltted:- 

Contractor, Herrlng-ciall- iaarvln Safe Company, 

Hamilton, Ohio. 

Contract dated, September 10, 1935. 

Bond approved, September 30, 1935. 

Notice to proceed, September 30, 1935. 

Date for completion, 300 days. 

«ork was coniLienced, October 1, 1935. 

Amount of contract, #10,600.00* 

The door and mechanism apparently complies with the 
contract drawings as approved. As the time looks had been 
set on an eight hour period no observation, other than 
hand control, was made of this fsature. Operating test,af¬ 
ter installation under this contract, should be made. 

The finish on the housing of hinge was not smooth and 
this was being reflnished before the inspection was completed. 

An inspection was also made of the assembling of a six 
inch door for first floor, and a six inch door for mezzanine, 
and a four inch door for refiners vault, whiwh was in accord¬ 
ance with the approved drawings. 


Copy to DE #5. 
" DE #6. 
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Csanmstlsa 

OMfirasUss 


00 te Wst. jMf*-. H 
00 ts Csnstr* -^acr* Ow«m. 


DenTor^ Colorado 
March 19S6« 


JeM8 D» 0wan8» 

U.3•MintI Detnrar* 


The Charpiot Safa Co*g 
1648-00 Bloke St*» 
Danrary Colorado* 

Gonaianen: 


Replying to your recent raqueat to alot 
the ooluan head plfite^ ahelf angle ojod base angle on 
the corridor aide of the Sub-besenent Vault Columns, 

U* S« Mint, Denver, Colorado, In order to provide 
olanranea for the sliding doy gate* 

In this comieotlon you are advised th^t no 
objection vill be Interposed to slotting the lntei*ferring 
details as Indicated on drawing No* 15477X, provided the 
out edge of 81 ^ as are welded to the Head and Base plates 
by a oontlnuoxis i fillet weld* 

Slot should be 2 7/8** wide Instead of 2 3/8 
shoim on your drawing* 


Yours very truly, 
James D* Owens 


dons true i ion '&glne er *' 



DENVER, COLORADO, MINT. 



TREASURY DEPARTMENT 

WASHINGTON 


PROCUREMENT DIVISION 
PUBLIC WORKS BRANCH 


IN RCPLYIN6 QUOTE THE ABOVE SUB¬ 
JECT, BUILOINQ, AND THESE LETTERS 


PW- SA*S 


February 19, 1936. 


Construotlou Engineer Ovens, 
U. S. Mint, 

Denver, Colorado. 


Sir: 


Reference is made to your letter of tbe 12th instant inclosing 
a letter from The Charpiot Sate Company, the Contractor* s erector 
for the Vault Entrances for the U. S. Mint, Denver, Colorado, re¬ 
questing permission to slot the column head plate, shelf angle and 
base ftTT gi A on the corridor side of the sub-basement vault columns, 
in order to provide clearance for the sliding day gate. 

In this connection you are advised that no objection will be 
interposed to slotting the interfering details as indicated on Drwg. 
15477JC, provided the cut edges of angles are welded to the base 
plate by a continuous fillet veld. 

By direction of the Supervising Engineer. 

Very truly yours. 



Superintendent of 
Structural Engineering. 


Copy to Dlstr. Engr. 


TtkMXt sntr«no« eontraot 


Coloc 0*s» uiat* 


PW-8* 

Ow^nsy 

U*s« rinti omrwt 


]Mrw» Colo* 
7ob* 1£«* me* 


Suporrloing Englnoert 
PuDlio wozIcB Bronoh, 
Prooiironone DlTlaioiif 
Washington, D*C* 


31rJ- 

Refaranoa to the contract with the 
• Barring Hall Marrln Gafa Co* for wault Satranoa work 
at U*S* Mint, i)ai]Tar, Colo* 

jyiarawlth la lattar froa tha abora cooMiyU 
araotor, tha Charplot Safa Co* raaueatlng pexmlsslon 
to slot tha oohinn haad plataiShalf angla and basa 
angla on tha corridor slda of tha sub baaamant wault 
oolvBins share sliding dar gate, as Indicated on 
drawing No*1-413 are to Interaact those ooluons* 

Iha Entranoa oontraotord shop drawing 
Nos* 10414 and 164101 as approred failed to prorlda 
for gate olaaranoa and In tha maanttlaa ha fabrloatad 
tha gate only to find ha did not hawa opening 
olaaranoa enonkh without being able to push tha gate 
all tha way back to tha wab of tha eolusns* 

With tha colusns located wary close to 
wall bearing t tha gate already fabricated and wary 
dlflcult to ra-arrangamtha carrier track and hotislng 
to fit tha bearing plates and angles, there appears 
no obejaotlon to slotting the Interfering manbars 
In Aha naiiar Indicated on drawing herewith; prorlded 
tha slot Is made *m 8-7/8 ** wide to pamlt al/d" 
fillet weld to be laid a long the line of the out 
all around to eenpensate for rlwets* 

It also may be neaessry laoTa the baek 

a rrler forward or extend the carrier rail to 

a wab or column to prawent carrier running off of guide 
and hanging up • 

This natter Is rafarad to for your check 
and approral with an understanding there will be no 
charge for tha re arranganent requested* 


Yours very truly, 


Const*£ng* 


SEVENTH AND LAWRENCE STREETS 

DENVER, COLORADO 


TELEPHONE MAIN 5314 


March 3, 1936 


Procurement Division 
Public Works Branch 
Treasury Department 
Mr. James D. Owens, C. E. 

U. S. Mint 
Denver, Colo. 

Dear Sir: 

In Re: U. s» Mint, Denver. Colo . 

We hereby notify you that we are ready to 
remove the wall of the old silver vault in the old 
building and ask you to notify the proper contractor 
to remove the present vault door and day gates which 
are now in place in this wall. 


Yours very truly, 

F. J. KIRCHHOF CONSTRUCTION CO. 













_ nnT.ORADO mtnt 


Ccxnstruction Engineer Owens 

23005 



F’ROM 

XREASURV DEPARTMENT 
i=>rooureme:nt division 

RUBI-IO >VORKS BRANCH 


4/13/3 d' 


ORM ©T’eS 


SE:sb 


(Recipient please destroy this tag.) 


(Division and typewriter’s 
initials.) 


G P O 


2—16433 












DENVER, CCLOPADO, MINT. 



SE-6-B 


January £4| 1$36. 


Efcrrliig-Hall-Marvln Safe Co., 
Grand Boulevard, 

Eamllton, Ohio. 


Gentleman: 


In connection with your corxtract for extension and 
rem^ell^ of ateol vault antranoee, and in reply to your 
January 10, 1936 relative to paragraph Ho. 52 

draelnga you have aubmitted, 

you are advised as follows: 


52 is interpreted to permit minor dhangea 
only after they have been subsitted and approved In writ¬ 
ing. .he return of prints of obop drawings for revision 
18 not oonatrued ae approving portlone not apeclflcally 
marked for change* 'ihe details of can action were over* 
XoOiif^d In th® first submission of drsvlnf^^s but wsrs 
corrected upon the reaub^filtted copies to conform to re¬ 
quirements already stated In the specifications. This 
particular change shown on your drawings is not conalder- 
ed a *?»lnor one, is believed to be cheeper to manufacture 

fled*^Sethod!^**®°^ advantage over the original speol- 


Wlth reference to the tool steel worm and shaft, 
specification on which your contract la based has been 
used previously for the same Iten end le being used on 
another project now under contract without objection 


the 


Very truly yours. 


I 


Supervising engineer. 


CC:CE 

CC:DE 


'.fEB:sb 



#'*7/ ruM, 










